Ad ID 1153 


Ad Text The media did not report this story. But we will. This Nigerian Surgeon in 
Texas Children’s Hospital removed a baby from a womb and operated on her 
tumor returning the baby to her mother’s uterus. The baby was born healthy. 


Ad Landing Page https://Awww.facebook.com/Blacktivist-128371547505950/ 
Ad Targeting Location: United States 
Interests: Pan-Africanism, African-American Civil Rights Movement 
(1954-68), African-American history or Black (Color) 
Age: 16 - 65+ 
Language: English (UK) or English (US) 
Placements: News Feed on desktop computers or News Feed on mobile 
devices 
Ad Impressions 12,398 
Ad Clicks 1,528 
Ad Spend 400.00 RUB 
Ad Creation Date 11/01/16 06:22:23 AM PDT 


Ad End Date 11/02/16 06:22:22 AM PDT 
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The media did not report this story. But we will. This Nigerian Surgeon in 
Texas Children’s Hospital removed a baby from a womb and operated on 
her tumor returning the baby to her mother's uterus. The baby was born 
healthy. 


This Nigerian Surgeon in Texas Children s 
Hospital removed baby from womb and operated 
on her tumor returning the baby to her mother s 

uterus. The baby was born healthy. 
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